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Feb. 24, 1982 


P roblem 

MLS II system will not expand when given capacity is reached. Error 
message appears. 


Solution 

The problem is corrected by following the steps listed below. 

1. Backup the diskette(s) and make the changes on the Backup copy of the 
program. 

2. In BASIC load the program by typing IOAD"SETUP/BAS". 

3. Make the following corrections: 

CHANGES (Retype the line or refer to the Edit section of the owners manual) 
Old Line: 1270 IFRV<=J3CRRVX3 > THEN1250ELSBCP=RV 
New Line: 1270 IFRV<=0CRRV>CPTHEN1250 
AID THIS NEW LINE: 

985 IFM=85THENCP=3000ELSBCP=2000 


4. Type SAVE"SETUP/BAS" to save the changes in the program. 

5. At TRSDOS READY, nake a backup copy of the corrected diskette. 




















